ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT  F-F-5 / VEHICLE # 3 


DATE 12-15-15 
OFFICER1 C.MOONEY # 124 
OFFICER2 P. GONZALES # 106 
SUPERVISO M.COOGLE 
R 
1200 BRIEFING; ALL EQUIPMENT CHECKED OUT IN GOOD 
WORKING ORDER. 
1300/13. BUSINESS CONTACT AT 1810 CAHUENGA (711 STORE ). 
10 WE SPOKE TO EMPLOYEE MARLENE. ALL CHECKED OK. 
1515/15 RADIO CALL AT 6733 HOLLYWOOD BLVD. REGARDING A 
25 415 SUBJECT IN FRONT OF THE LOCATION. WE SPOKE TO 
THE R/P. THE SUBJECT WAS GOA. 
1330/13 BUSINESS CONTACT AT 5835 HOLLYWOOD BLVD. 
35 ( TOMMY’S ). WE SPOKE TO EMPLOYEE RUMEN. ALL 
CHECKED OK. 
1335/13. BUSINESS CONTACT AT 5939 HOLLYWOOD BLVD. ( THE 
45 SALVATION ARMY. THERE WERE NO ISSUES AT THIS 
TIME. 
1340134 BUSINESS CONTACT AT THE GOWER GULCH. WE SPOKE 
5 TO SECURITY OFFICER LUIS. ALL CHECKED OK AT THIS 
TIME. 
1350/13. BUSINESS CONTACT AT 1634 ARGYLE ( THE 
55 SUNSHINE PARKING LOT ). WE SPOKE TO EMPLOYEE 
VIVIAN. ALL CHECKED OK. 
1400/14 BUSINESS CHECK AT 5751 SUNSET BLVD. ( DENNY’S ). 
05 WE CHECKED THE PARKING LOT FOR LAMC VIOLATIONS. 
NONE OBSERVED. 
1410/14 BUSINESS CONTACT AT 6087 SUNSET BLVD. ( THE 
15 SIREN STUDIOS ). WE SPOKE TO SECURITY OFFICER 
ALLEN. THERE WERE NO ISSUES AT THIS TIME. 
1420/14 ASSIST F-B-2 AT 6320 SUNSET BLVD. ( THE CAVIAR ) 
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REGARDING SEVERAL 415 SUBJECTS IN FRONT. 


BUSINESS CONTACT AT 1413 VINE STREET ( MC 
DONALD’S ). WE SPOKE TO EMPLOYEE MARIE. ALL 
CHECKED OK. 


BUSINESS CONTACT AT 6100 HOLLYWOOD BLVD. 

( DUNCAN DONUTS ). WE SPOKE TO EMPLOYEE DAKOTA. 
THEY WERE PLEASED WE CHECKED ON THE NEW 
LOCATION. 


BUSINESS CONTACT AT 1250 VINE STREET ( PAYLESS 
SHOES ). WE SPOKE TO EMPLOYEE CINDY. ALL CHECKED 
OK. 


RADIO CALL AT 6920 SUNSET BLVD. ( STARBUCKS ) 
REGARDING A 415 FIGHT IN SIDE OF THE LOCATION. 
FOR DETAILS OF THE INCIDENT, REFER TO ARREST 
REPORT SUSPECT ( DEARMON, S. ). 

CODE-7 


UPDATED LOGS AND ARREST REPORTS. 
BUSINESS CHECK AT 6801 HOLLYWOOD BLVD. ( THE H 


& H PARKING STRUCTURE ). WE CHECKED SEVERAL 
LEVELS FOR LAMC VIOLATIONS. NONE OBSERVED. 


END OF WATCH; ALL EQUIPMENT RETURNED IN GOOD 
WORKING ORDER. 
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